COUNTRY 


SUBJECT 


PLACE 
ACQUIRED 


Pee oF I 


i. 


Ze 


3e 


CLASSIFICATIO 


ase 1999/ 
Approved For Reles Re a Tie 


INFORMATION REPORT 


CONTROL-Us OFFICIALS ONLY 25X1A2g 
DP82- Been er aN, 


USSR (Caucasus) DATE DISTR. 2 December 1948 
Molybdenum and Wolfram Mine at Baksan NO. OF PAGES i 2 
25X1A6a 


NO. OF ENCLS. i 


(LISTED BELOW) 
J 25X1X6 SU ae NTO 


REPORT NO. 


The Molybdenum and Wolfram mine at Baksan (§3°%5 ty, 4304118) in the Caucasus 
was completely destroyed by the Russians in their retreat, but 1s probably 
in full working order by now. 


During the period source was there,approximately 900 workers were employed 
as follows: 


&e Flotation plant - 240 


be Mine - 650 
ec. Directing staff - 12 engiheers for the flotation plant 
d. aye : - 16 engineers for the mine 


e. Miscellaneous and others including geologists. 


An explanation of the attached sketch follows: 
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Attached is a sketch plan of the Baksan Molybdenum and ffolfram mine. 
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